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ACTION EUR- 12 

INFO OCT-01 ISO-OO FEA-01 ACDA-10 CEQ-01 CIAE-00 DOTE-OO 
EPA-04 HEW-06 HUD-02 INR-07 INT-05 L-03 NSAE-00 

NSC-05 NSF-02 OIC-02 PA-02 PM-04 PRS-01 SAJ-01 OES-05 

SP-02 SS-15 TRSE-00 USIA-15 /106W 

042363 

R 121834Z AUG 75 
FM AMEMBASSY LONDON 
TO SECSTATE WASHDC 3737 
INFO AMCONSUL PONTA DELGADA 

UNCLAS LONDON 12428 

FOR EUR/RPM: CAMPBELL PASS DR. BRESEE 

E.O. 11652: N/A 
TAGS: CCMS, ENRG, UK 

SUBJECT: CCMS: GEOTHERMAL PILOT STUDY SMALL 
POWER PLANTS MEETING, SAO MIGUEL, THE AZORES, 

SEPTEMBER 8-11, 1975 

REF: STATE 177554 

1. SCIENCE AND TECHNOLOGY DEPARTMENT, FOREIGN AND 
COMMONWEALTH OFFICE, INFORMED EMBASSY AUGUST 12 THAT 
UK WILL NOT REPEAT NOT BE SENDING OFFICIAL DELEGA- 
TION TO SUBJECT MEETING. 

2. FCO UNDERSTANDS THATD.L.MARRIOTT HAS ACCEPTED 
BRESEE'S INVITATION AND WILL ATTEND AS PRIVATE DELE- 
GATE. DR. JOHN GARNISH (ENERGY TECHNOLOGY SUPPORT 
UNIT, HARWELL) WHO ATTENDED BERKELEY AND PARIS MEETINGS 
WILL CONTACT HIM FOLLOWING SAO MIGUEL MEETING FOR 
BRIEFING ON RESULTS. 

RICHARDSON 
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Current Classification: UNCLASSIFIED 
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Control Number: n/a 
Copy: SINGLE 
Draft Date: 12 AUG 1975 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975LONDON12428 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750278-0782 
From: LONDON 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1 9750861 /aaaacbkv.tel 

Line Count: 60 

Locator: TEXT ON-LINE, ON MICROFILM 
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Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
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Previous Classification: n/a 
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